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ABSTRACT 


Range-gated moving target indicator (MTI) systems have some 
intrinsic advantages over delay-line canceler MTI systems. A 
further improvement in performance would result if the doppler 
cut-off frequency was adjustable by the radar operator. Because 
of the large number of filters involved in one system this would 
require a voltage-variable filter element. 

A theory of variable filter response developed by Thiele 
was used as the basis for design using integrated-circuit operational 
amplifiers as the active elemen®s. Threel different types of active 
filter circuits are discussed. Implementation of voltage-variable 
filters and experimental frequency-response curves using field- 


effect transistors, Raysistors, and discrete switched resistors 


are described and illustrated. 
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I. RANGE-GATED MTI SYSTEM 


A. INTRODUCTION 
Recent developments in integrated-circuit technique 
have brought about renewed interest in range-gated moving 


Jing 9 Unlike the 


target (MII) systems for pulse radars. 
delay-line canceler MTI which performs its filtering in the 
time domain, the range-gated MTI system performs its 
filtering in the frequency domain. This frequency-domain 
filtering would cause the loss of range information except 
that by using a timed gating system and a number of identical 
processing channels this range information is retained. 

The advantage of such a system compared to the delay- 
line canceler stems from the ability to shape the frequency 
response of the filter to a more optimum one than can be 
obtained using a reasonably small number of delay lines. In 
at least one prototype range gated system an increase of 
fifteen decibels in clutter attenuation was opeetned=— 

If a video bandwidth greater than or equal to the reciprocal 
of the radar pulse width is assumed, the detected video signal 
of a pulse radar can be represented by the spectrum shown in 
Figure 1 (a). With no moving target return present the spectrum 
consists of clutter return centered about zero frequency (D.C.) 


and about multiples of the pulse repetition frequency. 
stname/2 
(wt /2)° 


envelope which is maximum at zero frequency and zero at the 


The power of this spectrum generally follows a 
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reciprocal of the pulse width, t. The spacing of the diagram is 
somewhat exaggerated since for typical pulse radars the pulse 
repetition frequency is of the order of one one-thousandth of 
the reciprocal of the pulse width. This means that there would 
be about one thousand spectral lines shown rather than the few 
actually depicted. 

Figure 1(b) represents a portion of this spectrum enlarged 
to show frequencies up to twice the pulse repetition frequency. 
The spectral lines of Figure 1 (a) are shown as bands since the 
return echos are modulated by antenna scanning and target motion, 
including incidental clutter motion. Unlike Figure 1 (a) it 
also includes representation of a moving target return whose 
radial velocity with respect to the radar is v. The doppler 


frequency of this target is given by f£, = 2v/A where A is the 


d 
wavelength of the radar radiation. 

The ideal MTI filter response which would attenuate the 
radar clutter but allow target signals to be detected is shown 
superimposed on this spectrum in Figure 1 (c). 

Most current MII systems use a delay-line canceler to 
accomplish this filtering. This method consists of comparing an 
incoming video signal with the previous video signal which has 
been delayed one pulse repetition interval. The difference between 
the amplitude of successive pulses is allowed to continue as 
target video. Successive returns from stationary targets should 
show very nearly the same form and thus ideally they are eliminated. 
On the other hand, successive returns from moving targets are at 


slightly different ranges and subtraction does not eliminate the 


Signal. 


The heart of such a system is the delay line. Delay lines 
are costly ‘and difficult’ to construct.” Circuitry associated 
with the delay line requires extremely close tolerances on 
amplitude and phase control in order to get effective clutter 
cancellation. Also the pulse repetition frequency must be the 
reciprocal of the delay time to a high degree of exactness. 
Moreover, the effective frequency response of the single delay- 
line canceler as shown in Figure 1 (c) does not come very close 
to the optimum response. Some improvement can be obtained with 
a double delay-line canceler and higher-order cancelers are 
conceptually possible. The difficulties encountered in actual 
construction generally prohibit employment of these higher-order 
cancelers. 

A typical range gated MTI system is represented in the 
block diagram of Figure 2 (a). The boxcar generator (pulse 
stretcher) acts as a low-pass filter. Its action is to hold the 
gated video signal over the pulse repetition period. This 
attenuates the frequencies above the pulse repetition frequency 
while accentuating the frequencies below this frequency. The 
clutter-rejection filter, in conjunction with the response of 
the boxcar generator, then determines the shape of the response. 
An equivalent frequency response can be considered to be that 
shown in Figure 2 (b). Proper filter design can make this response 
closely approach the optimum previously described. 

The threshold detector provides discrimination against noise 


and may incorporate generation of standard video pulses when signal 
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is present, thus presenting very clean, uniform signals for 
further processing and display, in spite of signal strength 
variation. 

The heart of the system is the bandpass filter which allows 
the doppler frequencies from moving-target returns to be detected 
but which filters out unwanted D.C. and low frequencies from 
clutter return. Since the width of the band of clutter frequencies 
is a function of the radar environment at the time of en 
it would be very desirable to be able to vary the rejection band 
of the filter over some limited range. 

B. PROPERTIES OF THE FELDER 

The filter used in each channel should have the following 
properties: 

1. Size. The size of the filter must be small because in a 
medium-range search radar as many as one thousand identical channels 
might be required. 

One design considers the number of channels equal to the ratio 
of the effective range to the range resolution (one pulse meen)).> 
Thus for a particular radar (the AN/UPS-1 search radar) the number 
of channels that would be required for eighty mile range operation 
is given by 


Range (nm) 


Nuciaae Pulse width (usec) x 0.081 (nm/usec) 


80 7 
=, . ose 
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2. Frequency response. The lower cutoff frequency should 
be just above the highest clutter frequency. Since clutter is 
not constant this portion of the response should be variable. 

The upper cutoff frequency should be at one half the pulse 
repetition frequency (PRF) of the radar because the spectrum 

of the received signal is folded about each multiple of the PRF 
so that it presents a mirror image about each multiple of one 
half the PRF. 

Thus the ideal clutter-rejection filter for a range gated 
MII system would be a physically very small constant transmission 
bandpass filter which passes frequencies between the upper limits 
of the clutter (which may be different from time to time) and 
one half the pulse repetition frequency. It might sometimes be 
desirable to provide for varying the pulse repetition frequency 
also. This is difficult with the delay-line canceler but is quite 
feasible with range gated systems. 

Since the filter passband is in the very low audio range, 
inductors cannot be used because of size and weight limitations. 
The remainder of this paper develops a design procedure for filters 
which meet the above requirements and includes performance data for 


some typical filter configurations. 
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IIT. VARIABLE FILTERS 


A. GENERAL 

The break (or corner) frequency of a filter is ordinarily 
determined by two circuit elements for each pole. To change 
this break frequency it is necessary to change at least one of 
these circuit elements per pole. Thus a two-pole filter requires 
adjustment of at least two circuit elements; similarly, a three- 
pole filter requires adjustment of at least three components. A 
continuously variable frequency response imposes severe component 
tracking requirements. Discrete frequency-response changes are 
not as difficult to achieve, but the size and complexity of the 
circuit is then determined by the number of frequency-band 
changes required. 

The variable filters described in this paper are based on 
a technique developed by eis Use of this method permits 
moving the break frequency of a three-pole filter by adjusting 
a single element. 
B. BUTTERWORTH AND CHEBYCHEV FILTERS 

Two widely used filters are the Butterworth (maximally flat) 
response and the Chebychev (equal ripple) response. 

1. Butterworth. In conventional filter theory the Butterworth 


low-pass filter response is given by 


2 1 
|G(jw)|~ = Se 


W 
i Pap 
Ww 

O 


My 


where n is the number of poles and W is the angular break 


frequency. It derives the name maximally flat because as w 


approaches zero so do all the derivatives. 


The pole configuration in the s-plane consists of poles 
equally spaced on a semi-circle in the left-hand plane. The 


radius of the semi-circle is WS and the center is at the origin. 


If conjugate poles are considered in pairs the response for 


the i'th pair is given by 


al 
G.(jw) = 
. Gis + w,*) + 2 0, (ju) + Gm = 


This transfer function can be scaled in frequency by 


multiplying through by we 


JL 
G.Q = 
, J) 2 a 3 

Wat "i (jw) ju 

ae Bl) SS Ae 
2 Z W W W 

W W O O O 
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om wt 
where -— and a are the coordinates of the poles on the semi- 
O O 


circle scaled to unity radius. 
mye w! 
1 3 
by ©, =~ ~and 2. = ——- 
iv w 1 wb) 
O 6 ° 
circuit theory texts. 


These normalized values are denoted 


These values are tabulated in standard 


Thus 6.4 ) $e 
eet) ez be) +e 
i i af Wo Ws 


When there is an even number of poles the Butterworth response 


consists of n/2 such factors. When n is odd the response consists 


is 


of the product of (n-1)/2 such factors and a single factor of the 


following form: 


G, Ge) 7 ee ae oe So (scaled) 
t T anaes 
Oo; steal) Bi ; wv de. reg = 
Ww Ww r 
O O 


t 
Since 0. =w. 
l O 


2. Chebychev. If the real part of each pole is multiplied by 
a factor e < 1 the poles will be shifted in the s-plane and they 
will lie on a semi-ellipse. This semi-ellipse is the pole configuration 


of a Chebychev filter response. 
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Figure 3. Three pole Butterworth filter transformed to a 
Chebychev three pole filter. 


Within the passband where the Butterworth filter is maximally 
flat, the Chebychev filter has an equal ripple response. It approximates 
the ideal filter response by alternating between two values in the pass- 


band. The total number of maxima and minima is given by | AG (4w) | — 
it .e 
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C. A VARIABLE FILTER 

With an alternate transformation of Butterworth to Chebychev 
due to Thiele>, the break frequency can be made a function of a 
single circuit element. A semi-elliptical pole configuration in 
the s-plane can be obtained by multiplying the imaginary portion 
of the roots of the Butterworth filter by a factor k > 1. From 
the pole diagram alone it can be seen that this method has two 
significant features that differ from the previous method: 

1. Varying k now affects the frequency response a great 
deal more. 

2. The root on the real axis is unaffected by k. 


Since the phasor G,, Go) is given by 


¢ 


a ; _ _w 
Gay (jw) aA + j (kw a” 


the gain from the conjugate roots becomes 


Jk 
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Figure 4. Chebychev poles derived from Butterworth 
poles by Thiele method. 
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The difference between this and the Butterworth transfer 
function is contained entirely within the zero order term. Thus 
if this term alone could be varied by changing a single parameter 
the response would shift from that of a Butterworth (k = 1) to 
that of a Chebychev response. 


For convenience a new parameter K is defined: 


o, = cos @ and Ww, = sin 9 
af si i 
2 2 
and Oo; + ws = ] 
2 2 «a2 2 2 2 2 2 
Thus oO, +k oe o, + ws + (k° - 1) ws 1 + Kw 
Z 


where K=k -1l. 
When K = O and k = 1 and the response is that of a Butterworth 


filter. 
1 


thus ¢.,) -————— 
* (1 + Kw 7) + 36, fe) 


1 w Ww 
O O 


where O, and w, are coordinates of the relevant normalized Butter- 
worth poles and K is a bandwidth widening factor. 

The ratio of the three-decibel frequency, fo? of the resulting 
Chebychev response to that of the original Butterworth, fo? is 
given by f/f, = A K + 1 when f. is defined as the frequency at 
which the response is three decibels below the mean of the passband. 


For convenience the response can be written in the following 


operational form: 


1 


G, (s) = (Low Pass) 


A + Ku,” ) + r+ 
i Lt 


= 
ho 
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Thus far the analysis has been for a low-pass filter. The 
variable response desired in the doppler filter is that of a 
high-pass filter. The function above can be transformed to a 


high-pass response by replacing s/w. by w /s throughout. 


2 
Ss 


G(s) - (High Pass) 


(1 + Raye NEM + 20,sw  +w 
i imo Oo 
One factor which has been ignored up to this point is the 


insertion loss of the filters described. For each of the above 


gain factors an insertion loss is easily computed. For the low- 


2 
q. ye 


Similarly for the high-pass function as s goes to infinity G, (s) 
2 


pass function as s goes to zero G, (s) goes to 1/(1 + Kw 
goes to 1/(1 + Kw ). Thus to compensate for the dependence on 
K of the insertion loss the form of transfer function that is 
required is the following: 


(1 + Ku,*)s* 


G.(s) = 
i 2) 7 


(1 + Kw, + 20,Ww S+w 2 
af O 


slo 

The results of the above analysis indicate that if K can be 
varied the transfer function can be changed from a Butterworth 
response to varying forms of Chebychev response. If K is allowed 
to become slightly negative the response becomes what Thiele calls 
sub-Chebychev and over a limited range it remains useful in narrowing 
the bandpass. If K becomes too negative, however, the slope of the 


response approaches its asymptotic value too slowly to be useful. 


Ny, 


D. APPLICATION 

Most doppler filters used in recently developed range gated 
MTI systems have two-pole response for the high- and low-pass 
rumceeeele Since with the scheme described above the odd- 
numbered pole poses no particular added requirement for control, 
the three-pole filter response was chosen as the design goal. This 
would give an eighteen decibel per octave slope and the attendant 
increased clutter attenuation. 


The pole coordinates for a third-order Butterworth filter are 


, {3 
2 Se ES eee 


Thus the desired three-pole, high-pass transfer function is 


ce = peop ee 
O Oo O 
Figure 5 shows computed response curves for this function. 
In order to translate this function to one in terms of real 
components consider the following form of circuit transfer function: 
3 


Axs 


G(s) = -———-— 
(s + c) (xs2 + as + b) 


where x is a single component (resistor or capacitor value) which 
appears only in the indicated positions. The other coefficients and 


terms (A,a,b, and c) are functions of other circuit elements only. 
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7TH/RD ORDER THIELE FILTER 


HS 


If one considers X, as the value of X which corresponds to 
a Butterworth response, then 


A(X/X,)s> 
G(s) = 


(s tc) [(X/X,)s° + is +24 


as 
Hence the component values must be chosen such that X is 


variable and the following relations are satisfied: 


X/X 1 + 3/4K 


B 


2 
a/X Wo b/X, =u and c > wW . 


B O 


From Figure 5 it can be seen that a useful variation of 
about two octaves can be obtained by varying K from -2/3 to 4. 

The bandpass doppler filter was designed as a cascade of 
double-pole high-pass, single-pole high-pass, and double-pole 
low-pass stages. Thus the design task consists primarily of 
obtaining second-order responses of the desired high-pass and 
low-pass form. 


The overall bandpass transfer function is given by 


3 
Ge) = A(1 + 3/4K)s 
Uh ee 3/4K) 8° pea w “1s + w (sf a ba 1) 


O 


This provides a Butterworth second-order, high-frequency falloff. 
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IIIT. ACTIVE FILTERS 


A. INTRODUCTION 

Based on the type of active element employed there are 
currently three different approaches to active filter design: 
(1) Negative immittance converter technique, (2) Gyrator 
technique, and (3) Operational amplifier technique. Since 
integrated-circuit operational amplifiers are readily available 
this latter technique was selected for this investigation. 
Within this general method three basic variations were considered: 
(1) Integrator-summer building-block method, (2) Operational 
amplifier feedback method, and (3) Sallen-Key circuits. 
B. INTEGRATOR-SUMMER TECHNIQUE 

Integrators and summers can be considered as the building 
blocks for realizing any transfer function. The discussion given 
below is a specific application of results derived in a more 
complete and general treatment by Kerwin et. ale 

The flowgraph of the function is given by Figure 6 (a). In 
terms of components this results in the circuit of Figure 6 (b). 
In this realization 

2 


C,s 


G(s) = R.(R +R.) 
C sheet 2 =e ee 
1 RR, (R, + R) RARgRoC, 


which is nearly in the desired form for the variable response desired. 
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Let Cc. be the value of Cr required for the Butterworth 


response of the system. Then 


eC.7'C Se 
Clavie lB 
RAR, + RO 
(C,/C,)s" een Gi - Ca = Cag 
B & i 2° B 3 8 e288 
Thus to obtain the proper response 
1+ 3/4 K = C,/C, (1) 


R,(R 7 R,) 


w= (2) 
O RRo(RERA)C, 


and 


Z R 


O RiRoROC WC, 


(3) 


° ’ e e e iJ 
Kerwin et. al. shows that a positive-gain integrator can be 
constructed. Shown in Figure 7, this integrator is considerably 
more complex than the standard negative-gain configuration, but it 


has the advantage that when used to obtain the above transfer 


function the variable element Cy has one grounded terminal. 


is 





Figure 7. Positive-Gain Integrator. 


23 


Using this technique (either positive- or negative- gain 
integrators) requires a minimum of six operational amplifiers, 
twelve resistors (twenty four for positive gain integrators) 
and five capacitors for the complete bandpass filter. Even though 
the stability of this system is high it is not considered desirable 
for the doppler filter due to the large number of components required. 

A two-pole high-pass circuit using this technique was designed, 
however. In order to eliminate the large number of variables the 
following arbitrary decisions were made concerning component values. 

l. R= Ry 

2. ReagseRee— lor 


2 3 
50 hertz (wo = anf. = 314 radians/second) 


Lo 
rh 
il 


4. 1+ 3/4 K = C,/C, to range from 1/2 to 4 
These assumptions substituted in equation (2) above give 
= = : 
w. = 1/10R,C, = 314 (2°) 
Thus if Re = 50 kilohms and C. = 0.00635 microfarads. From equation 


(3) and the assumptions 


14 


— | 
wo, 1/10RRQC,C, (3') 
Ree) ' ' = 
Dividincmew) by (2°) oe 1/R,C,. 
If R, = 100 kilohms then C, = 0.0317 microfarads. 


9 2 
Requiring (1 + 3/4 K) to range from a low value of 1/2 to a 


high of 4 results in requiring C, to range from 0.0031/7uF to 


1 
0.0254uF. 
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The experimental results obtained using this configuration 
and the actual circuit values are shown in Figure 8. The resulting 
curves show that the corner frequency is a function of the control 
element (a decade capacitor in this case) and that the slope of 
the rejection-band response is nearly constant for all curves. 
C. GENERAL FEEDBACK CIRCUIT USING OPERATIONAL AMPLIFIERS 

1. Introduction. Various ''general'' forms of operational 


amplifier feedback circuits have been en 


Most of 
these in fact assume a priori some limited and fairly specific 
configuration. Specifically one limitation sometimes imposed is 
that requiring a grounded input amemieeser .” 
2. Analysis 

a. A General Feedback Circuit. Consider the circuit 
given in Figure 9. The following standard assumptions for ideal 
operational amplifiers will be made: 

1. The input impedance is infinite; thus the amplifier 


will draw no current. 


2. The gain, K, is infinite; thus E the voltage input 


ee 
to the amplifier, is zero for finite output voltage, E,: 
From the operational amplifier assumptions and the network 


configuration the following relations are obtained: 


i ES = E, 

E, = E, = ES = 0 
E, = E, 

E, = E, = E, 
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The equations of two-port network theory are 


a a a a 
oe ee (1) 
a a a a 
Se). ny a> (2) 
i a eb ae — 
my” a) © Folie one 1 seu 
© va oc ue ER: 
Se] te eg (4) 
eP ac. .b Cc 
Fis ee, tog (5) 
c c b Cc 
Ly * iigeE ge toga y (6) 
yen d _ 4d 
ieee ares 9 12 §o F Yd ™ (7) 
Jes d _ d 
amo, 99 > & Yoo 25 (8) 
d b 
Since I, = - I, equation (7) and (4) yield 
3 
b 12 
ED = - = E, (9) 
491 
a c b 
I, = - (I, + I) results in the following 
em ipa sh cae 
Yon By > Vy Fo ~ Yay Fy 7 ¥nq Fy t+ Ynq Fy 100 
Using equation (9) this becomes 
ye. yd ye. yd ya. 3 
f — Van ¥12 11 %12 ee 
Yo ca a ae 3 ee 12 
Oi Yo. ¥91 
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or 


E a 
2 7 on 
= = (11) 
Ey c i b in a d 
te “Tie 22) 1 re 
b 412 
194 


b. Some Restrictions. In order to simplify the function 
derived above each two-port circuit was assumed to be a grounded, 
reciprocal network. Subject to these restrictions each network can 
be represented without any further loss of generality by the PI 


network in Figure 10. 





Figure 10. PI equivalent of reciprocal grounded 
two-port circul 


For this two-port network 


re 
+ 
~! 


Je has A. B 


412 


Yo ~ *B C 


The transfer of the general network then becomes 
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- ¥, 


az ee 
No 


Cc Cc b b a a 
1 (YY, +Y¥, + ¥, + ¥, + ¥, + Yo) x 
It is evident from this function that not all elements of 
the PI network contribute to the transfer function. Figure 1l (a) 
shows the general network redrawn using the PI configuration for 
each two port. The hatched elements are those which do not contribute 


to the transfer function. Figure 1l (b) combines these elements into 


a simpler equivalent circuit where 


Y, =e 
Et a ie 4, 
:;.° 
Y, = 
Y, = Yo 


Thus the resultant transfer function becomes 


Pi; 
K+ jh 


~ ¥) Y, 


Y¥.(¥, + Y, a 4 st Y,? st Y4 Yt, 


3. Synthesis. Since Y5 in the simpler circuit appears only in 
the factor of sums it contributes nothing to the transfer function 
which cannot be derived from the other elements. If the blocks 


indicated are assumed to be simple components (either resistors or 


capacitors) two useful configurations can be obtained. Figure 12 


30 





(A) Gewerat OPERATIOWAL Am PLIFIER Cireuir 





C4) 


SIMPLIFIED (ary yyy 


Freure 17 


shows these circuits and their transfer functions. These two are 
similar tuned-circuit type functions whose major practical difference 
is that in one case the control element is a capacitor and in the 
other the control element is a resistor. 

In both cases the transfer function is of the form 


Axs 


xS* + Bs + C 


G(s) = 


Thus two such circuits in cascade with proper choice of 
components results in the desired bandpass circuit response. 

4. Design Example. Two stages of the circuit of Figure 12 (a) 
in cascade with a single-pole, high-pass filter provide one realizable 
configuration. From the transfer functions given the following 
requirements result: 


a. High-Pass Stage (two pole). 


1+ 3/4 K = C,/C, (1) 
w= (R, + R,)/(R,R,C,) = 1/RC, (2) 
where R is the parallel combination of Rj and R, 
a> = aGReReee Cm) (3) 
O hel 8 
Dividing (3) by (2) 
wo = 1/Gs (Re + Ee) (4) 


Assume f. is 50 hertz, then wo, = 314 rad/sec. 


Let Ri = Ro = 110 kilohms, then from (4) 


a = 3 
C, = 1/w (Ry + R,) = 1/314x220x10 


or 


C, = 0.0145 microfarads 


oY 
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fieurz /2- Two Banopass Crreairs 
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Brome (2) 


1/Rw = 1/314x55x10 
B O 


or C. = 0.05/78 microfarads 


For (1 + 3/4 K) to range from 1/2 to 4, C., should be controlled 


from C,/2 = 0.0289 uF to 4C., - Ooo) We. 


b. Low-Pass Stage. The same technique used for the high-pass 
Stage can be used here except that, since no variable frequency 
response is desired, it becomes somewhat simplified. 


The transfer function is the following 


Sees 

a: ae 
si ae aaa ER 08 
BARC, R1R,C,C, 


The second-order Butterworth low-pass filter function is given 


Zz 
A WO9 
by G(s) = = where W652 is the radian corner frequency. 
s + W428 + a) 


W627 (R, - R,)/(R,R,C,) * 1/RC, where R again is (1) 


the parallel combination of R, and R,. 


di 2. 
ie =") /(R RG. ) (2) 
02 ele 2. 
Dividine (2) by (1) 
wee 1/C, (R, ~ R,) 
Piet is 400 hertz then w = 8007 rad/sec and if R, = R, = 100 
o2 o2 1 2 


kilohms then 
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C= 1/(R, +R) WO = 1/ (200x107) (8007) 


or 


Cc = 0.00198 uF 


oO 
il 


1/R wu, * 1/(50x107) (8007) 


9 4c, = 0.00798 uF 


From equation (1) 


or C 


For the overall response of these two stages in cascade the 
numerators of the transfer functions are related to the standard 


form in the following manner: 


o2 eae RoC, 
High Pass Low Pass 


Solving for the insertion loss, A, results in 
A = 0.503 = - 5.8 decibels 


c. Single-Pole High-Pass Stage. This stage was made up of 
a simple high-pass RC circuit using the input impedance of the 
operational amplifier as the resistance element. This method was 
chosen so that this stage could be considered an integral block in 
the cascade. Thus, if necessary, overall gain could be obtained 
merely by providing gain in this stage. 

d. Circuit Configuration and Performance. Because of signal- 
generator limitations, frequency values were scaled up by a factor 
of ten by using capacitors of one-tenth the design values previously 
computed. Figure 13 shows the actual implementation of this design 
and the resulting experimental frequency response. In this case C 


2 


was a decade capacitor. The experimental insertion loss of eight 
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decibels is not far from the theoretical value of 6.8 db resulting 
from the loss of the single-pole stage and the 5.8 db derived 
above. All of the above theoretical results assume ideal operational 
amplifiers. In practice the feedback resistor values used (100 
kilohms) are large enough to affect the ideal operational amplifier 
assumption and introduce some error. 
D. SALLEN-KEY CIRCUITS 

Another method of transfer-functtdon synthesis uses active circuits 
having the following properties: 

1. Finite gain, K. Often K equals unity. 

2. Very high input impedance--assumed infinite. 

3. Output impedance assumed to be Zero. 

Circuits using this type of active element are often called Sallen- 
Key circuits because an extensive catalog of these was made by Sallen 
Bndues a te LOM 
1. Analysis of General Form. Consider the general feedback net- 


work shown in Figure 14. 





Figure 14. Generalized Sallen-Key Circuit. 


iy 


The assumptions made above on the character of the active 

circuit place the following restrictions on the quantities given. 
I, = 0 

EY = KE, 


If Z is considered to be a three-port network the standard 


circuit equations for the system are 


E, = 254 I, + 244 I, (1) 


E, = 204 I, ote 253 I. (2) 


BF 23771 % 29a 45 (3) 


tr 
IH) 


Solving equations (1) and (2): 


E Zn - E. z 


Al Az 


13 


21. 
and Ts = ie where Az = 244 23 - 213 251 


Substituting these values into equation (3): 


Sans aS mam ab daiie “ake! “SARA 
O Az 
2 
_ubki Zog"mel” “ae zee eZ amagee 2191 Sa0P 
Az 
Solving for the gain 
E Zz Zz = 2 Zz 
ore. SaeZiane = eemeoi 
E 
i, CE peter, sors So? 
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2. Specific Useful Sallen-Key Circuits. The analysis above 


applied to the circuits of Figure 15 yields the given responses 
which can be used in realizing variable-frequency filters on the 
type desired. 


The high-pass transfer function is equivalent to 


(R,/R,)s° 
G(s) = C.+C 
jee 1 
(R,/R.)s° + —>s—" s + -oe 
2% C, COR, oo on 


where Re is the value of R, for a Butterworth response. As before 


the following equations must hold: 


1+ 3/4 K = R,/R, 


= 
Il 


(Cc — C,)/C,C Rp 


SD aa Po 

The low-pass transfer functions can similarly be used to make 
a variable break frequency where C, of this circuit would be used 
as a variable element in the same manner as R, above. 

These two circuits have one advantage over most of the previously 
derived circuits because the control element is tied to ground alle- 
viating some problems caused by lack of isolation of a voltage- 


variable element between the controlled parameter and the controlling 


voltage. 
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IV. VOLTAGE-VARIABLE ELEMENTS 


A. INTRODUCTION 

It is apparent from the above analysis that the break 
frequency of a three-pole filter can be adjusted over a 
sufficiently wide range by changing the value of a single 
component while still preserving the general overall shape of 
the response. The remaining problem is one of obtaining a 
voltage-variable ge which will be useable in one of the 
circuits previously described. 

In order to determine what kind of element might be — 
successfully employed some requirements should be considered. 

1. It may be either a resistor or a capacitor. However, 
most circuits which resulted in a variable capacitor as the 
control element for the high-pass configuration required isolation 
of the capacitor from ground. Of those circuits previously 
derived only one employed a grounded capacitor: the integrator- 
summer type using positive-gain integrators. 

2. For adequate range of the break frequency the element 
requires an eight-to-one ratio of variability. 

3. The element needs to be sufficiently small so that the 
overall size restriction of the filter is not exceeded. 

4. Its parameter variation as a function of the control 
voltage needs to be sufficiently predictable so that reasonable 
engineering design can be made with confidence that all circuits 


will behave as predicted, with only minor final adjustments required. 
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5. Within the range from a few millivolts to a few volts 
the maximum signal voltage can be arbitrarily placed at any value 
by proper choice of amplifiers. Thus the element must have the 
capability of operating somewhere in this range. It must not 
require extremely large signal levels and, conversely, it must 
accept sufficiently large signals so that normal processing can 
be accomplished without the noise level becoming unduly large with 
respect to the signal. 

Two variable capacitor elements which, at first glance, might 
seem to be useable are the voltage-variable capacitance diode and 
reactance circuits. Reactance circuits use feedback technique to 
multiply the capacitance in proportion to the gain of the active 
circuit employed. If this gain can be varied then the effective 
capacitance of the circuit will also vary. 

The voltage-variable capacitance diodes, in general, do not 
have the required tuning ratio and they are in the picofarad range. 
At doppler frequencies the capacitance required is of the order of 
a microfarad for reasonable circuit impedance. For higher-frequency 
applications and for smaller frequency variations these diodes might 
be suitable. The biasing problem for non-grounded elements remains, 
however. 

Reactance circuits and capacitance multiplier circuits generally 
require isolation of the signal circuit from the power supply since 
otherwise the Q of the circuit is ruined by the shunting effect of 
the power supply. This is generally done with chokes which are not 


practicable at the low audio frequeneio = 
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Because of the apparent difficulty in obtaining variable 
capacitance elements and because of the limitation listed in 
the first requirement concerning capacitors, the goal of finding 
an adequate variable element was primarily directed towards 
resistance elements. 
B. FIELD-EFFECT TRANSISTOR 

If the characteristics of field-effect transistors for small 
drain-to-source voltage levels are investigated it is found that 
in this region they exhibit reasonable linearity and the drain-to- 
source resistance, R,, is controlled by the gate-to-source voltage, 


d 


Ves: Figure 16 shows characteristics measured for an RCA 40468 


insulated-gate field-effect transistor chosen at random. 

The resistances of three different types of field-effect 
transistors are shown in Figure 1/7. The variation of samples with- 
in a general type is apparent from these curves which are of samples 


chosen at random and then measured. 
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Figure 16. Small-signal characteristics of a particular RCA 
40468 MOSFET. 
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Some attempts were made to use a field-effect transistor 
in the circuit configuration of Figure 12 (b). With an isolated 
power supply there would be no serious problem in controlling a 
single filter. However, isolated power supplies are impractical. 
Moreover, for a bank of filters requiring control by a single 
voltage the voltage source must have a common or ground termination. 
In this circuit neither the source nor the drain of the field-effect 
transistor is at ground potential. Both have signal voltage. Thus 
when applying control voltage to the gate, D.C. voltage with respect 
to ground is added to the signal voltage. The resultant effective 
feedback causes a nonlinear action and distortion of the waveform. 
No biasing arrangement was found which would allow effective control 
without gross distortion of the signal voltage. 

The Sallen-Key circuit of Figure 15 (b) was designed with an 
RCA 3N141, dual, insulated-gate, field-effect transistor as the 
variable resistor. The method of computing component values was 
identical to that illustrated in the previous chapter with Ra, of 
the MOSFET chosen at 30 kilohms. The required unity-gain amplifier 
consists of the operational amplifier and the 100 kilohm resistor 
which clamps the input to the output. The input signal was a one- 
hundred-millivolt peak-to-peak sinusoid. Figure 18 (a) is a diagram 
of the circuit used and the frequency response is shown in Figure 18 (b). 
Note that the last stage is a single-pole high-pass stage with a gain 
of ten. This illustrates how the filter itself can incorporate a 
stage with gain. By proper choice of components the gain can be 
made considerably greater than ten. The frequency response curve 


has been normalized to the midband gain. 
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Many problems exist in the employment of field-effect 
transistors as voltage-variable elements. Even within a 
given type the resistance-versus-control-voltage characteristic 
is subject to wide variation. One cause of this appears to be 
the lack of manufacturer concern for this particular parameter 
of field-effect transistors. Very few data sheets include this 
in the device description. One data sheet which does give curve 
values for this is that describing the RCA 3N138, but no samples 
were available for testing for consistency. 

Thus though field-effect devices can be used they fail to 
satisfy the fourth requirement for variable elements; the avail- 
able types were not sufficiently predictable to provide design 
data. Other circuit parameters could be determined only after 
the individual device was measured. This is an impractical method 
of design especially where a large number of circuits are necessary. 

Another property of the field-effect transistors which affects 
its employment as the variable resistance element is the extreme 
sensitivity of the device to the control voltage in its useful 
range of control. From the curves in Figure 17 (b) it can be seen 
that in the useful range the resistance doubles for each four-tenths 
volt of gate voltage applied. 

The temperature dependence of the field-effect transistors 
was not investigated experimentally. It has been shown that the 
effect can be significant but that the magnitude and direction of 


e s e 14 
the effect is a function of the manufacturing technique used. 
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Cape kAYoLlLolORS 

Raysistors are commercial devices made by Raytheon which 
consist of a light source and a photosensitive resistor enclosed 
within a light-tight case. Varying the voltage across the lamp 
causes variable light intensity which varies the resistance of 
the photo-resistor. At full lamp brightness the resistance is 
low; at low voltage or low brillance the resistance is high. 

These devices are available in various packages including 
TO-5 cans. Four terminals are provided: two for the lamp current 
and two for the resistor terminals. Since the controlling medium 
is light there is complete electrical isolation maintained between 
the control source and the controlled device. Thus such an element 
can be used in any of the variable resistor configurations discussed 
above. 

Four samples of Raysistor model CK 1122 were obtained. The 
catalog description indicated the packaging as TO-5; the devices 
actually were contained in crystal-type cans whose dimensions were 
1.8 cm by 0.8 cm by 1.9 cm (excluding terminal lengths). This is 
still small enough to fulfill the requirements imposed on physical 
size. 

The resistance characteristics of these samples as a function 
of the lamp control voltage are shown in Figure 19. Among samples 
the shape of the resistance curves appear somewhat more consistent 
than the behavior of the field-effect transistor samples within a 
given type. At a given control voltage there was considerable 
difference in resistance between devices. For example, at two 


volts of control voltage the lowest resistance recorded was twelve 
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and one half kilohms while the highest was ninety kilohms. This 
would require voltage offset between filters and careful calibration. 

Even though they could be used in a Sallen-Key circuit similar 
to the one in which FETs were used, the configuration of Figure 20 
was chosen to demonstrate the isolation of the device. The circuit 
was designed for a control range from ten kilohms to one hundred 
kilohms, providing a ten to one ratio. Thus Re was twenty kilohms. 
The control voltages corresponding to these resistance values were 
found and each device was then controlled over its own range. In 
practice this would require separate voltage-divider circuits for 
each filter, to convert the overall control applied to a bank of 
such filters. Figure 21 illustrates the tracking achieved from 
all four circuits at high and low values of resistance levels. 

Some of the same objections that were raised against the 
field-effect transistor are also present with the Raysistor; that 
is, the ability to predict the response is quite limited and the 
sensitivity to the control voltage is high. This sensitivity (the 
resistance doubles for each 0.35 volt change of control voltage in 
the center of the control range) is very similar to that of the 
field-effect transistor. 

D. STEP TUNING RESPONSE 

It is possible by using voltage switching devices such as 
transistors, field-effect transistors, and similar devices to cause 
the low break frequency to change in discrete steps. 

One simple method of accomplishing this is shown in Figure 22, 
where four steps were chosen for convenience, but any reasonable 


number could be incorporated into the filter circuit. Further, in 
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a bank of similar filters all the filters can be similarly 
controlled by connecting like gates to the same control voltage. 
The field-effect transistors with zero gate voltage then shunt 
the resistors which they are across while those with large 
negative voltage (in the case of an n-channel depletion-mode 
device) present about a megohm resistance to the signal,allowing 
the resistors to have control. Thus the unpredictable midrange 
of the device is not used. 

One attribute of this particular version of switching 
circuit is that very little power is required to control the 
switches since isolation of the gate for an insulated-gate 
transistor is good. The Raysistor could also be used in this 
mode (without the low-power advantage cited) but the polarity 
for control would be reversed: zero control voltage causes an 
effective open circuit and eight volts causes the Raysistor to 
approach short circuit. 

The response curves obtained experimentally with the circuit 
of Figure 22 are shown in Figure 23. This technique fulfills all 
of the requirements listed above. It allows only discrete changes 
of the response shape but for application to range-gated MTI this 
is not too serious a restriction. If the radar operator has the 
option of choosing four or five different settings of the filter 
he should be able to effect a satisfactory compromise between 


maximum target reception and minimum clutter. 
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V. RESULTS AND CONCLUSIONS 


A. SUMMARY 

It was shown above that nearly three octaves of variation 
in break frequency can be obtained by use of the Thiele method 
of filter design. This method provides the capability of adjust- 
ing the frequency response of a three-pole filter by varying a 
Single element. Though some configurations were obtained with 
capacitors as the variable element most of these required 
isolation from ground which is difficult to attain. Further, 
voltage-variable capacitors having the required values are not 
available. 

Two variable-resistance elements were tested and used in 
appropriate circuit configurations. Both the field-effect 
transistor and the Raysistor lacked uniformity of response with- 
in a given type. In addition they both showed extreme sensitivity 
to control voltage in the range of control. Other types of these 
elements might exhibit more uniformity especially if the manufac- 
turing process was established with varitable-resistance control 
as the objective. Present goals for field-effect devices are 
pointed towards application in the nonlinear region of the device 
characteristics. 

B. CONCLUSIONS 

If discrete voltage variability is acceptable it is not 
difficult to devise circuits using the filters described above 
where the frequency response is changed by switching in or out 
discrete resistance elements. One circuit was developed which 


successfully provided such control. 
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Nearly all the elements used in the circuits above are 
capable of being fabricated within integrated circuitry. The 
Raysistor and the large capacitors are probable exceptions to 
this. The circuit using discrete tuning could probably be 
entirely integrated except for the two large capacitors in the 
high-pass circuit. Monolithic integrated CLV Guar yet Zee 
compatable thin-film technique for the resistors appears pose imenee 
Thus the requirement for small physical size would be fulfilled to 
an extent not possible with discrete components. 

Some extensions of the design method described above include 
making band-pass filters that are variable on both high and low- 
frequency rolloff. This could provide a selective IF filter either 
manually or automatically varied by signal strength. In communi- 
cation circuits, audio filters could be constructed that are adapt- 
able to noise environment. 

One method of obtaining variable response would appear to be 
by use of a Sallen-Key circuit where the gain of the active device 
would be the variable parameter. No circuit was found that would 
give this response. However, no exhaustive study was made of this 
technique and such a circuit may exist. If one could be found, an 


amplifier with automatic-gain-control provision could provide the 


break-frequency variation. 
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APPENDIX 


FAIRCHILD OPERATIONAL AMPLIFIER iA/09 


Electrical Cheaaenechsetocue 


MIN PY? 
Input Resistance 50 250 kilohms 
Output Resistance 150 ohms 
Large-Signal Voltage Gain 15,000 45,000 


Frequency Compensation Circuit 


This circuit was used for frequency compensation in all the 
applications discussed within this paper but it was omitted from 


the circuit diagrams for clarity. 
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voltage-variable filter element. 


A theory of variable filter response developed by Thiele was used as the basis 
for design using integrated-circuit operational amplifiers as the active elements. 
Three different types of active filter circuits are discussed. Implementation of 
voltage-variable filters and experimental frequency-response curves using field- 


effect transistors, Raysistors, and discrete switched resistors are described and 
illustrated. 
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